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HP-71 Accessories 


Owner's Manual 
Reference Manual 

‘Quick Reference Guide 

Power Supply 

Hard Field Case+ 

Blank Overlay Kit (5) 

Card Reader 

Card Reader Owner's Manual 
Blank Cards (30) 

Blank Cards (100) 

Notebook Card Holder (5) 
HP-IL Interface 

HP-IL Interface Owner's Manual 
4K Memory Module 


HP-71 Software+ 


Application Pacs (with Modules) 

Math 

Circuit Analysis 

Finance 

Surveying 

Curve Fit 

Text Editor 

FORTH/Assembly 

Software Development Utilities 
(Magnetic card based) 


+ Avllable Spring 1984 


00071-90001 
00071-90010 
00071-90019 
82059D 
82461A 
82462A, 
82400A, 
82400-90001 
82707A, 
82708A, 
82715A, 
82401A, 
82401-90001 
82420 


82480 
82481A 
82482 
82483A 
82484A 
82485A 
82441A 
82440A 


HP-IL Peripherals & Accessories 


Digital Cassette Drive 

Digital Cassette Drive Owner's Manual 
Mini Data Cassette ~ 10 pac 

Mini Data Cassette ~ Labels 

Thermal Printer 

Thermal Printer Owner's Manual 

Thermal Paper ~ Blue 

Thermal Paper ~ Black 

HP-IL/RS 232C Interface 

HP-IL/RS 232C Interface Owner's Manual 





-IL’ Converter Owner's Manual 
Acoustic Coupler 

‘Acoustic Coupler Owner's Manual 
HP-IL/HP-IB Interface 

HP-IL/HP-IB Interface Owner's Manual 
HP-IL 80 Column Printer Opt. 248 

5 Meter HP-IL Cable 

1 Meter HP-IL Cable 

5 Meter HP-IL Cable 





821614 
82161-90002 
82176 
82177A 
82162A 
82162-90001 
820454 
82175 
82164A 
82164-90002 
821654 
82165-90002 
82166-90002 
82168A 
82168-90001 
821690 
82169-90001 
82905B 
821670 
821678 
82167), 


For current prices, availability and location of the au- 


thorized Hewlett-Packard dealer nearest 
HP toll free 1-800-FOR-HPPC (367-4772). 


1, please call 


HP reserves the right to make changes in materials, 
specifications of accessories without notice. Hewlett- 
Packard offers a limited one-year warranty on all of its cal- 
culators and accessories. The warranty statement is 


available upon request. 


